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TO SECSTATE WASHDC PRIORITY 5305 
INFO AMEMBASSY ANKARA PRIORITY 



LIMITED OFFICIAL USE ISTANBUL 1864 

DEPT EOR EUR/EX 

E.O. 11652: N/A 
TAGS: ASUP.TU 

SUBJECT: AIR CONDITIONING FOR TCU 

1 . POST EXPERIENCING DIEFICULTY REDUCING TEMPERATURE TCU AREA 
BELOW 85 DEGREES DUE TO WEATHER AND HEAT GENERATED BY TCU 
EQUIPMENT. PRESENT AIR CONDITIONING EQUIPMENT IS ONE 

12000 BTU UNIT AND INADEQUATE. HEAT IS EXCESSIVE DURING PERIOD 
LATE MARCH THROUGH DECEMBER. CONTINUED OPERATION PRESENT 
TEMPERATURE WILL ONLY DESTROY COSTLY COMMUNICATION EQUIPMENT. 

2. REQUEST FUNDING FOR TWO AC UNITS FROM SEARS ROEBUCK AS LISTED 
IN SEARS SPRING SUMMER CATALOG PAGE 1081 STOCK NUMBER 48-( 

74299N, 208 VOLT, 50 CYCLE 29000 BTU. UNITS MEASURED 

27 7/8 X 18 3/4 X 38 3/8 AND WILL FIT EXISTING OPENINGS IN 
TCU AREA. TOTAL ITEMS COSTS $888 LESS TEN PERCENT, 

ESTIMATED AIR FREIGHT $700. 

3. URGENTLY REQUEST DEPARTMENT EEFECT PURCHASE, SHIP AIR FREIGHT 
OR HIGH PRIORITY MAC, ADVISE AND FURNISH PURCHASE DOCUMENTS. 

4. EMBASSY CONCURS WITH THIS ACTION. 

MACE 
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